FIRST  BAPTIST  CHURCH  'A, 

WINSTON-SALEM,   N.  C.  |  ! 

Organized  September  22.  1871.  Present  build-  i.  ? 

ing  was  completed  in  1925,  and  has  a  seating  O  H! 
capacity  of   1 ,500. 
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